
Kate ( DPH) Corbett <kate.corbett@state.ma.us> 


Sent: Tuesday, August 21, 2012 9:21 AM 
Subject: RE: 


No.I get up every hour to pee...and I am up for the day by 4..today I showered and then had the luxury of sleeping1 

a bit til 6.so that was good.but I figure if I am in bed at 9 it is a good amount of sleep I am getting! Ahaha 

My parents have been giving us cucumbers from the garden...sooo good! 


Kristine Robinson 
857-218-3012 


Corbett email PRR 001372 




















Corbett_email_PRR_001373 


















Corbett email PRR 001374 



